ETag: "26b0e17a63737179aa42c70563f790ad"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 11852
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge John T. Copenhaver, Jr.
x-archive-meta-case-name: United States of America v. 114 West Second Avenue, Williamson, Mingo Co., West Virginia and the attached building
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: wvsd
x-archive-meta-date-case-filed: 2010-03-31
x-archive-meta-date-case-terminated: 2010-03-31
x-archive-meta-docket-num: 2:10-mj-00033
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 64996
x-archive-meta-referred-to: Magistrate Judge Mary E. Stanley
x-archive-queue-derive: 0
x-varnish: 1184842335
x-upload-date: 2011-03-30T14:04:19.000Z
